To:  Fowler,  Sarah[Fowler.Sarah@epa.gov];  Hamilton,  Karen[Hamilton. Karen@epa.gov]; 

McCarthy,  Julia[McCarthy. Julia@epa.gov];  Luey,  James[Luey.Jim@epa.gov];  Bunch, 
William[Bunch.William@epa.gov];  Todd,  Andrew[atodd@usgs.gov];  Strobel, 

Philip[Strobel. Philip@epa.gov];  Deardorff,  Jason[Deardorff. Jason@epa.gov] 

Cc:  Perkins,  Erin[Perkins. Erin@epa.gov];  Garcia,  Bert[Garcia. Bert@epa.gov] 

From:  Wasco,  Melanie 

Sent:  Tue  8/11/2015  7:21:57  PM 

Subject:  FW:  FYI  - Another  Room  Switch 


Please  see  room  info  below  for  next  week’s  WST  meeting  location. 


From:  Briggs,  Sandra 

Sent:  Tuesday,  August  11,  2015  11:17  AM 

To:  Vicchy,  Wendy;  Roos,  Judy;  Madigan,  Andrea;  Wasco,  Melanie 
Subject:  Room  Switch 


Good  Morning! 

Due  to  the  Gold  King  Mine  Spill,  the  REOC  will  be  using  the  Snake  River  room  on  the  4th 
floor  for  at  least  08/21.  Please  see  your  new  meeting  location  below  and  advise  your  staff  of  the 
changes.  If  you  have  other  meetings  schedule  in  this  room  during  the  period  of  time  mentioned 
below,  I’ll  be  moving  them  to  another  room. 

We  apologize  for  any  inconvenience  this  may  cause. 


Thank  you  and  have  a good  day! 

August  18th 

Wendy,  9-10,  Meadow  room  # 3208 
Judy,  10-11,  Gray  Wolf  room  # 61 07 
Andrea,  11-12,  Gray  Wolf  room  # 6107 
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Melanie,  1-3,  Prairie  Rose  room  #7101. 


Sandra  Briggs  - Contractor 
Bayaud  Enterprises 
US  EPA  Region  8 
1595  Wynkoop  Street 
Denver,  CO  80202-1129 
Conference  Center  Receptionist 
TMS-I,  Second  Floor  (2CC) 

303-3127078  (Voice) 

303-312-6586  (Fax) 
briggs^sandm^pa^goy 

"Choose  to  be  Happy  Today!  It  makes  all  the  difference  in  the  World!"  ~JMB~ 
"Please  consider  the  environment  before  printing  this  email." 
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